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CHANGES AND ADDITIONS 
TO BULLETINS 


165B - Adjustments, Model 14 Typing Reperforator 
1718 - Adjustments, Typing Reperforator (FPR5H & FPR26GS) 
1998 - Simplex - Diplex Convertor 

203B - Adjustments, Model li, Reperforator Transmitter 
210B - Adjustments Sequential Selector BS6 


10 BULLETINS: 
165B, Page 6-1 Immediately after Paragraph 4. 
171B, Page 21 Immediately after "Governor Shims Adjustment". 
1998, Page 2=9 Inmediately after "Governor Shims Adjustment". 
203B, Page 2-28 Immediately after "Governor Shims Adjustment". 
210B, Page 2-22 Inmediately after "Governor Shims Adjustment", 
ADD: 
Speed Adjusting Lever Stop Plate 

There should be from .006" to .050" clearance between the adjusting lever 
wearing strip and the governor, when the speed adjusting lever is held against 
the stop plate, To adjust, position the adjusting lever stop plate by means of 
its elongated mounting holes. 
In Bulletin 165B, Page 2-15 Paragraph 89. be 


Under "Feed Pawl Eccentric Adjustment" Change the .035" requirement 
to read .050", 


Printed in U.S.A. 


